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POST CARD 
Place 
Stamp 
United States Lines 
WASHINGTON Here 
Length 705 Feet Breadth 86 Feet M7401 


Gross Tonnage 24,289 
The S. S. WASHINGTON, the S. S. MANHATTAN 
and the New S. S. AMERICA are the largest, fast- si 
est and finest liners ever built in the United States. ADDRESS 


Autnican Cotonrere § New York - Cnicacg 


